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NO 100-16601/dmk 


The following investigation was conducted by 
SA RICHARD E. LOGAN : 


AT NEW ORLEANS, LOUISIANA 


On January 21, 1964, Miss CAROLYN ESTRADE, Tulane 
University Housing Office,, New Orleans, advised that y 
Monroe Hall was just. completed in June of, 1963 and the ~ 
9th floor, on which rooms 966,974 and 976 are located, r 
was not occupied during the summer of 1963. She said,. 
that anyone in the building or on the campus could 
have gone to the 9th floor to use extension 276 and 
it would be impossible to locate any, specific person 
who did. ‘ 


On January 21, 1964, Mrs. NANCY MC REYNOLDS, 
Communications Coordinator at Tulane University, advised 
her records show that extension 276 was installed on 
the 9th floor of ‘Monroe Hal] after it was compléted during 
the summer of 1963 but due to the fact that the air- 

- conditioning was not installed on that floor, it was not 
occupied during the summer. She said she often saw lights 
on that and other unoccupied floors of Monroe Hall, in 
the evening during the summer of 1963 so she ‘assumed 
unauthorized .persons were using the extensions on those’ 
floors. ‘She said the purpose of this would be to make long 
distance calls without interruption and if possible 
without paying for them. Mrs. MC REYNOLDS explained that 
the building is too large for one person to watch and 
therefore anyone could gain entrance to Monroe Hall and 
could have used:extension 276 whether they lived in 
Monroe Hall or somewhere else on the campus. 
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